AMENDMENT NO. 2 MAY 2016 
TO 
IS 5470 : 2002 DICALCIUM PHOSPHATE, ANIMAL FEED 
GRADE — SPECIFICATION 


(First Revision) 


(Page 1, clause 2) — Delete ‘IS 13574 : 1992 Animal feed and feeding 
stuffs — Determination of calcium and magnesium in mineral supplements’. 


[Page 1, clause 5.2, SI No. f) (see also Amendment No. 1)] — Substitute 
‘Legal Metrology (Packaged Commodities) Rules, 2011’ for ‘Standards of 
Weights and Measures (Packaged Commodities) Rules, 1977’. 


[Page 2, Table 1, SI No. ii), col 4] — Delete ‘or IS 13574’. 


[Page 2, Table 1, SI No. v), col 4] — Substitute ‘10 of IS 7874 (Part 1)’ for 
‘10 of IS 7874 (Part 2)’. 


(Page 2, clause 6) — Substitute the following for existing: 


‘6 SAMPLING Representative samples of the material for testing its 
conformity to this specification shall be drawn according to the method 
prescribed in Annex E”’. 


(Page 3, clause B-3, fourth sentence) — Substitute ‘Take 25 ml aliquot in a 
plastic beaker and add 2.5 ml TISAB III, adjust pH between 5.5 and 6.0 with 
sodium acetate or potassium acetate and measure the concentration on ion 
analyzer’ for ‘Take 25 ml aliquot in a plastic beaker and add 2.5 ml TISAB-111 
and measure the concentration on Ion Analyzer.’ 


(Page 4, clause C-2) — Substitute the following for the existing clause: 
‘C-2 CALCULATION 
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Total ash, percent by mass = 
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